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SPECIAL ITEMS - Made-to-order 

Any extension life or cord set shown in this catalog can be made 
to meet your special requirements as to component parts and type 
and length of wire. 

A large stock of all types of portable cord and component parts 
is in our warehouse at all times to provide a wide range of 
products and meet prompt delivery schedules. 

If you would like to have an extension lite or cord set made to 
your specifications, please write for quotation which will be 
furnished promptly. 



k 


Over 50,000 square feet of modern plant facilities operated by a group with more than 25 years 
of know-how in the fabrication of top quality cord sets to sell at most attractive prices. 








































Competitor CxtenHon JCiteb 



Single Outlet Switch J4andle 


Standard end-opening bulb protector guard. 

Single side-outlet rubber handle. 

Push-thru Underwriters approved safety switch. 

All rubber .275 OD cord. 

Rubber attachment plug with spring action blades. 

Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

142 

20 ft. 

25 

50 lbs. 

.99 

143 

25 ft. 

25 

55 lbs. 

1.09 

144 

50 ft. 

20 

65 lbs. 

1.69 



J4ome CxtenHon J^ite 

Full size rubber handle, switchless mechanism, standard bulb protector 
guard with full length non-glare reflector, all rubber .275 OD cord and 
rubber male attachment plug with spring action blades. 


Cat. No. 


Jobber - Distributor 
Net Price - Each 


134 


.79 


Length 

15 ft. 


Std. Pkg. 

30 
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Weight 

40 lbs. 


























Competitor Cxten^ion 




double Outlet Switch J4andle 

New swing-open bulb protector guard. 

Double outlet rubber handle. 

Underwriters approved push-thru switch. 

All rubber .300 OD cord. 

Rubber attachment plug with spring action blades. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

127 

25 ft. 

25 

55 tbs. 

1.20 

128 

50 ft. 

20 

65 lbs. 

1.80 

129 

100 ft. 

10 

65 lbs. 

3.15 



double Outlet Switch J4andle 

New type snap-open bulb protector guard. 

Double outlet rubber handle. 

Push-thru Underwriters approved safety switch. 
All rubber .300 OD cord. 

Rubber attachment plug with spring action blades. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

138 

25 ft. 

25 

55 lbs. 

1.25 

139 

50 ft. 

20 

65 lbs. 

1.85 

140 

100 ft. 

10 

65 lbs. 

3.25 
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Competitor Cxten^ion J^ite£ 



Single Outlet Switch J4andle 

Standard end-opening bulb protector guard. 

Single side-outlet rubber handle. 

Push-thru Underwriters approved safety switch. 
All rubber .300 OD cord. 

Rubber attachment plug with spring action blades. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

130 

25 ft. 

25 

55 lbs. 

1.15 

131 

50 ft. 

20 

65 lbs. 

1.75 

132 

100 ft. 

10 

65 lbs. 

3.05 



Standard Cxten^ion Jfyte 

Garage — Industrial — Mill — Shop — Farm — Home 

Standard rubber handle with UL approved 660-watt rated switch mech¬ 
anism. 

Non-glare bulb protector guard with full length reflector. 

Heavy duty all rubber .275 OD cord with spring action molded rubber 


attachment plug. 



Jobber - Distributor 

Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

135 

25 ft. 

25 

55 lbs. 

1.05 

136 

50 ft. 

20 
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65 lbs. 

1.60 






















(Rocket CxtenHon Rite 

Garage — Industrial — Mill — Shop — Farm — Home 


Side Outlet, Tool Tap, Rubber Handle 

1. Made from high quality buna rubber. 

2. Easy grip, long-lived, shock proof. 

3. Convenient tool-tap side outlet. 

Non-Glare Bulb Protector Guard 

1. Made from extra heavy gauge steel wire. 

2. Solid hook, integral part of guard. 

3. Full length reflector eliminates glare. 

4. Guard takes up to 100-watt bulb. 

Push-Tliru Safety Switch 

1. Underwriters approved 660-watt rated. 

2. Postive action, easy to operate. 

3. Heavy brass contact blades for tool-tap outlet. 

Choice of Types and Different Lengths Rubber Cable 

(equipped with spring action molded rubber attachment plug) 

1. 18-gauge, 2-conductor “SJ” type .300 OD all rubber service cable 

Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

101 

25 ft. 

25 

55 lbs. 

1.25 

102 

50 ft. 

20 

65 lbs. 

1.95 

103 

100 ft. 

10 

65 lbs. 

3.40 

2. 18-gauge, 2-conductor 

“SJ” UL approved rubber cable 

Jobber - Distributor 

Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

107 

25 ft. 

25 

60 lbs. 

1.50 

108 

50 ft. 

20 

70 lbs. 

2.40 

109 

100 ft. 

10 
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70 lbs. 

4.25 
















deluxe Cxten^ion J^ite 

Garage — Industrial — Mill — Shop — Farm — Home 

Side Outlet, Tool Tap, Rubber Handle 

1. Made from high quality buna rubber. 

2. Easy grip, long-lived, shock proof. 

3. Convenient tool-tap side outlet. 

Deluxe Heavy Duty Bulb Protector Guard 

1. Easy end opening for bulb installation. 

2. Well plated, heavy steel wire construction. 

3. Hanger hook, full length reflector. 

4. Guard takes up to 100-watt bulb. 

Push-Thru Safety Switch 

1. Underwriters approved 660-watt rated. 

2. Positive action, easy to operate. 

3. Heavy brass contact blades for tool-tap outlet. 


Choice of Types and Different Lengths Rubber Cable 

(equipped with spring action molded rubber attachment plug) 


1. 18-gauge, 2-conductor 

“SJ” 

type .300 OD all rubber service cable. 

Cat. No. 

Length 


Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

m 

25 ft. 


25 

60 lbs. 

1.50 

112 

50 ft. 


20 

70 lbs. 

2.20 

113 

100 ft. 


10 

70 lbs. 

3.65 

2. 18-gauge, 2-conductor 

“SJ” 

UL approved rubber cable. 


Cat. No. 

Length 


Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

117 

25 ft. 


25 

65 lbs. 

1.70 

118 

50 ft. 


20 

75 lbs. 

2.60 

119 

100 ft. 


10 

75 lbs. 

4.45 
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EASY END OPENING BULBl 

PROTECTOR GUARD_| 



Garage — Industrial — Mill — Shop — Farm — Home 

Side Outlet, Tool Tap, Rubber Handle 

1. Made from high quality buna rubber. 

2. Easy grip, long-lived, shock proof. 

3. Convenient tool-tap side outlet. 

Deluxe Heavy Duty Bulb Protector Guard 

1. Easy end opening for bulb installation. 

2. Well plated, heavy steel wire construction. 

3. Hanger hook, full length reflector. 

4. Guard takes up to 100-watt bulb. 

Push-Thru Safety Switch 

1. Underwriters approved 660-watt rated. 

2. Positive action, easy to operate. 

3. Heavy brass contact blades for tool-tap outlet. 


Special 14-gauge (approx.) "S" type .405 OD all rubber cord com¬ 
plete with heavy duty cable grip rubber attachment plug. 


Cat. No. 


Length 


Std. Pkg. 


Weight 

45 lbs. 
65 tbs. 
65 lbs. 


Jobber - Distributor 
Net Price - Each 


124 

125 

126 


25 ft. 
50 ft. 
100 ft. 


15 

10 

5 


2.23 

3.43 

5.82 
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Standard 3lood-J£ite 

Garage — Shop — Factory — Painters — Plumbers — Repair 
Servicemen — Farmers — Display — Contractors — Draftsmen 

Complete with 8*/> inch (diameter of open end) ventilated aluminum reflec¬ 
tor, UL approved 660-watt nickel plated socket with push through switch 
and double ball universal swivel clamp-on bracket, “SJ” type .300 OD all 
rubber service cable with spring action molded rubber attachment plug. 


Cat. No. Length Std. Pkg. 

150 20 ft. (without bulb) 25 

151 6 ft. Parallel Lamp Cord 25 


Jobber - Distributor 
Weight Net Price - Each 

40 lbs. 1.57 

30 lbs. 1.17 



Portable Jdandy, J^amp 

Garage — Factory — Shop — Farm — Home — Repairmen 

Complete with compact 4 *a> inch bright finish durable aluminum bell shaped 
reflector — small size permits close confining use — assembled on UL ap¬ 
proved nickel-plated socket with push-thru switch and double ball universal 
swivel clamp-on bracket with all rubber .300 OD flexible cord equipped with 
spring-action rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

152 

20 ft. (without bulb) 

25 

38 lbs. 

1.45 
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Keeps Pig and Chick Brooders Dry and Warm 


UL approved porcelain heat bulb receptacle rated at 660W - 250V. 

10% inch reflector of heavy gauge spun aluminum. 

10 ft. 18-gauge, 2-conductor, UL approved “SJ” cord, UL approved heavy 
duty rubber attachment plug with brass spring action blades which make a 
good contact at all times. 

Nickel plated cord protector spring saves wear on cord. 

Available with or without 250-watt infra-red heat bulb. 


Jobber - Distributor 
Net Price - Each 


Weight 

13 lbs. 


Std. Pkg. 

12 


Length 


Cat. No. 


1.33 


without bulb 


166 



J4eavy £buty SnduAtriat Jlood J^ite 

Factory — Farm — Display — Maintenance 


Complete with heavy duty 10% inch spun aluminum reflector, UL approved 
660-watt rated nickel-plated socket with push-thru switch and double ball 
universal swivel clamp-on bracket, 20 ft. all rubber .300 OD cord equipped 
with rubber attachment plug with spring action blades. 


Cat. No. 


Length 


Std. Pkg. 


Weight 


Jobber - Distributor 
Net Price - Each 


167 


20 ft. (without bulb) 


24 


37 lbs. 


1.75 
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FREE: 

Sales Booster 
Display Basket 

Positively increases sales of Woods trouble 
lites, flood-lites, and power extension cords 
when used to display these items as illus¬ 
trated. 

Display basket can be used as a trash 
burner, carry basket, clothes basket, or 
yard clean-up basket. 

We will send you one of these profitable 
display baskets FREE with your order of 
60 or more units, assorted as you choose, 
of the items illustrated on pages 1, 2, 3, 
4, 5, 6, 7, 10, 11, 12, 13, 14. 

Extra Baskets (Cat. No. 399) —1.75 each 


W-W-P TJiming J^ite 





Gives 50% More Light 

For quick and accurate check of ignition timing and synchronization. Also 
checks spark advance, deficient governor action, worn distributor shafts and 
bushings. Tube is of coiled Neon. Designed to slip easily between fan as¬ 
sembly and engine. Easy to operate, simply connect lead to spark plug wire. 
Concentrated light gives bright, distinct image of timing marks in bright 
daylight. 

Jobber - Distributor 

Cat. No. Std. Pkg. Weight Net Price - Each 

153 Individually Boxed 50 35 lbs. 2.95 


Cat. No. 

154 


Neon Replacement Tube 

Std. Pkg. Weight 

24 8 lbs. 


Jobber - Distributor 
Net Price - Each 


.60 
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J4ou£e Z)railer CxtenHon Cord Set 4 



40 [t. J4eavy £buty J^eaclSn /Power Cordi 

Pull Grip Male Attachment Plug — Free End Cut Flush 

Jobber - Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - Each 

16-2 .325 OD “SJ” type all rubber cord 
531 40 ft. 25 30 lbs. 1.52 

14-2 .450 OD “S” type all rubber cord 

533 40 ft. 10 56 lbs. 2.64 

12-2 .500 OD “S” type all rubber cord 

534 40 ft. 10 60 lbs. 3.50 

(Available in any length — quotation on request.) 



Standard J4ou&e Tjrailer Extension Seti 

Heavy Duty Armored Grip Male-Female Trailer Connectors 


Jobber - Distributor 


Cat. No. 

Length 

Wire 

O.D. 

Std. Pkg. 

Weight Net 

Price - Each 

538 

40 ft. 

16-2 

.325 

25 

75 lbs. 

1.67 

539 

40 ft. 

14-2 

.450 

10 

56 tbs. 

3.00 

540 

40 ft. 

12-2 

.500 

10 

72 tbs. 

3.60 


Note: Trailer cord sets in any length can be supplied with any type of portable cord or 
fittings shown in this catalog. Please state specifications when asking for quotation. 
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Competitor Cxten^ion Cord Set 4 



J4ome Llje and J^igkt J4and T)ool& 

Complete with all rubber “SJ” type, .300 OD cord with new type molded 
rubber male attachment plug and female cord connector. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

239 

8 ft. 

100 

35 lbs. 

.30 

240 

15 ft. 

100 

68 lbs. 

.47 

241 

25 ft. 

25 

28 lbs. 

.72 

242 

50 ft. 

25 

54 lbs. 

1.35 

243 

100 ft. 

15 

56 lbs. 

2.60 



J4edge T~)rimmer&y Slower3arm y and Shop 

Complete with all rubber “SJ” type, 16-2 .325 OD cord with new type 
molded rubber male attachment plug and female cord connector. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

541 

25 ft. 

25 

36 lbs. 

.95 

542 

50 ft. 

25 

76 lbs. 

1.80 

543 

100 ft. 

15 

86 lbs. 

3.60 
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Standard Connector CxtenHon 


Set i 


Shop — Home — Electric Hand Tools 

For light duty shop and home use complete with jumbo rubber female cord 
connector and rubber attachment plug with spring action blades. Choice of 
types and lengths of flexible rubber covered wire cable. 


1. 18-gauge, 

2-conductor 

“SJ” 

type .300 OD flexible all rubber cable: 






Jobber - Distributor 

Cat. No. 

Length 


Std. Pkg. 

Weight 

Net Price - Each 

205 

25 ft. 


25 

32 lbs. 

.96 

206 

50 ft. 


25 

55 lbs. 

1.65 

207 

100 ft. 


15 

60 tbs. 

3.00 

2. 18-gauge, 

2-conductor 

“SJ” 

UL approved flexible wire 

cable: 






Jobber - Distributor 

Cat. No. 

Length 


Std. Pkg. 

Weight 

Net Price - Each 

508 

25 ft. 


25 

32 lbs. 

1.19 

509 

50 ft. 


25 

55 lbs. 

2.06 

510 

100 ft. 


15 

60 lbs. 

3.95 



Clectric J4edge Crimmer or Clectric °Qa an Slower 

Cxteniion Set A 

Complete with jumbo female cord connector and heavy duty pull-grip rub¬ 
ber attachment plug with spring-action blades. Choice of types and lengths 
of flexible rubber covered wire cable. 

1. 16-gauge, 2-conductor “SJ” type .325 OD flexible all rubber cable: 

Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

208 

25 ft. 

25 

40 lbs. 

1.10 

209 

50 ft. 

25 

80 lbs. 

1.95 

210 

75 ft. 

20 

96 lbs. 

2.85 

211 

100 ft. 

15 

90 lbs. 

3.75 

2. 16-gauge, 

2-conductor 

“SJ” UL approved flexible wire cable: 





Jobber - Distributor 

■Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

511 

25 ft. 

25 

40 tbs. 

1.47 

512 

50 ft. 

25 

80 lbs. 

2.67 

513 

75 ft. 

20 

96 lbs. 

4.00 

514 

100 ft. 

15 

90 lbs. 

5.23 
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Power Cable CxtenHon Seti 

Trailers — Shop Equipment — Farm — Garages 


Complete with special 14-gauge (approx.), 2-conductor, .405 OD all rubber 
cord with extra heavy duty armored grip rubber female cord connector 
and armored grip rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

215 

25 ft. 

15 

40 tbs. 

1.65 

216 

50 ft. 

10 

45 tbs. 

2.85 

217 

100 ft. 

10 

90 lbs. 

5.25 





Construction and Heavy Duty Power Extension Set 

Contractors' Equipment — Heavy Motors — Grinders — Drills 
Saws — Sanders — Polishing Machines 


Complete with extra heavy duty 12-gauge, 2-conductor “S” type .500 OD 
flexible all rubber cable equipped with special heavy duty rubber female 
cable clamp connector and male attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

218 

25 ft. 

10 

40 tbs. 

2.80 

219 

50 ft. 

10 

80 lbs. 

4.85 

220 

100 ft. 

10 

150 tbs. 

8.98 
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J4eavy £buty 3ndu£trial Extension Set& 

Factory Maintenance and Repairs — General Contractors 
Motors — Portable Power Tools and Shop Equipment 


Complete with heavy duty cable grip rubber female connector, cable grip 
rubber male attachment plug, extra heavy duty 14-gauge, 2-conductor, “S” 
type .450 OD flexible all rubber cable. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

231 

25 ft. 

10 

38 lbs. 

2.29 

232 

50 ft. 

10 

76 lbs. 

3.86 

233 

100 ft. 

10 

144 lbs. 

6.99 


3-Way Outlet Connector Extension Sets 

Garage — Service Station — Farm — Factory Maintenance 

Complete with non-breakable flat black rubber oval 3-way outlet, pull-grip 
rubber attachment plug with spring-action blades and choice of types and 
lengths of flexible rubber covered wire cable. 

Standard 


18-gauge, 2-conductor “SJ” type .300 OD flexible all rubber cable: 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

203 

25 ft. 

25 

37 lbs. 

1.05 

204 

50 ft. 

25 

60 lbs. 

1.75 



Heavy Duty 



16-gauge, 2-conductor “SJ” 

type .325 OD all rubber cable: 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

201 

25 ft. 

25 

42 lbs. 

1.22 

202 

50 ft. 

25 

85 lbs. 

2.08 
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Triple Cube Block Household Extension Set 


Complete with 3-way brown bakelite cube block and UL approved 18-gauge, 
2-conductor brown parallel lamp cord equipped with spring-action rubber 
attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

251 

6 ft. 

100 

25 lbs. 

22.64 

252 

9 ft. 

100 

32 tbs. 

27.44 

253 

12 ft. 

100 

42 lbs. 

32.24 

254 

15 ft. 

100 

50 lbs. 

37.04 

355 

20 ft. 

100 

58 lbs. 

45.04 

Triple Cube Block Household Extension Set— 

-Competitor 

Same type of set as above illustration with high quality brown rubber paral¬ 
lel lamp cord, bakelite attachment plug and 3-way cube block. 

Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

255 

6 ft. 

100 

23 lbs. 

19.88 

256 

9 ft. 

100 

29 lbs. 

24.33 

257 

12 ft. 

100 

38 lbs. 

28.28 

258 

15 ft. 

100 

44 lbs. 

32.22 

359 

20 ft. 

100 

52 lbs. 

38.98 



Deluxe Bakelite Household Extension Set 

Complete with 3-way oval brown bakelite table tap, UL approved 18-gauge, 
2-conductor brown rubber parallel lamp cord equipped with spring-action 
rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

262 

9 ft. 

100 

50 tbs. 

34.64 

263 

12 ft. 

100 

58 lbs. 

39.44 

264 

15 ft. 

100 

65 lbs. 

44.24 
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3-Way Rubber Oval Household Extension Set— 


Complete with 3-way brown rubber oval table tap, UL approved 18-gauge, 
2-conductor brown rubber parallel lamp cord equipped with spring-action 
rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

265 

9 ft. 

100 

60 lbs. 

49.04 

266 

12 ft. 

100 

68 tbs. 

53.84 

267 

15 ft. 

100 

75 lbs. 

58.64 



3-Way Rubber Oval Household Extension Set— 

Heavy Duty 

Same type of set as above illustration except made up with heavy duty 
3-way brown rubber oval table tap, UL approved 16-GAUGE, 2-conductor 
brown rubber parallel lamp cord equipped with spring-action rubber attach¬ 
ment plug. T ,, _ „ 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - 100 

268 

9 ft. 

100 

65 lbs. 

62.72 

269 

12 ft. 

100 

72 lbs. 

72.08 

270 

15 ft. 

100 

80 lbs. 

81.44 



wmmm 




Push-Thru Switch 


UL approved nickel-plated socket and 18-gauge, parallel lamp cord. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

271 

9 ft. 

100 

43 lbs. 

39.25 

272 

12 ft. 

100 

51 lbs. 

44.05 

273 

15 ft. 

100 

58 lbs. 

48.85 


pmrnrn 



Pull Chain Switch 


UL approved brass socket and 18-gauge parallel lamp cord. 

Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - 100 

274 

9 ft. 

100 

45 lbs. 

52.85 

275 

12 ft. 

100 

54 lbs. 

57.64 

276 

15 ft. 

100 

62 lbs. 

62.45 
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Standard Cutler Hammer Set 





Complete with UL approved Cutler Hammer No. 8009 Deluxe appli¬ 
ance plug and UL approved 18-gauge, 2-conductor, 3,000 cycle HPD 
heater cord with spring-action rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber-Distributor 
Net Price - 100 

283 

6 ft. 

100 

35 lbs. 

33.68 


Standard Midget Set 



Complete with UL approved Midget appliance plug and UL approved 
18-gauge, 2-conductor, 3,000 cycle HPD heater cord with spring-action 


attachment plug. 



Jobber-Distributor 

Cat. No. Length 

Std. Pkg. 

Weight 

Net Price - 100 

284 6 ft. 

100 

28 lbs. 

33.68 


Standard Switch Set 



Complete with UL approved heavy duty pull-grip appliance plug with 
positive action switch and cord pressure relief spring, UL approved 
18-gauge, 2-conductor, 3,000 cycle HPD heater cord with spring- 
action rubber attachment plug. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

285 6 ft. 100 38 lbs. 53.68 


Deluxe Cutler Hammer Set 



Complete with extra heavy duty UL approved No. 8009 appliance plug 
and UL approved 16-gauge, 2-conductor, 10,000 cycle HPD heater cord 
with spring-action rubber attachment plug. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

286 8 ft. 100 48 lbs. 56.40 


Deluxe Switch Set 



Complete with UL approved extra heavy duty pull-grip appliance plug 
(metal shielded base) with positive action switch and cord pressure 
relief spring, UL approved 16-gauge, 2-conductor 10,000 cycle HPD 
heater cord with spring-action rubber attachment plug. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

287 8 ft. 100 50 lbs. 80.40 
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Competitor Set 

Complete with heavy duty molded appliance plug, UL approved 18- 
gauge, 2-conductor, 3,000 cycle HPD heater cord with spring-action 
rubber attachment plug. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

289 6 ft. 100 35 lbs. 32.08 


Competitor Switch Set 



Complete with extra heavy duty molded appliance plug with positive 
action switch and cord pressure relief spring, UL approved 18-gauge, 
2-conductor, 3,000 cycle HPD heater cord with spring-action rubber 
attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber-Distributor 
Net Price - 100 

290 

6 ft. 

100 

38 tbs. 

49.62 


Replacement HPD Heater Cord Set 



Complete with UL approved 16-gauge, 2-conductor 10,000 cycle HPD heat¬ 
er cord with heavy duty rubber attachment plug and the open end of cord 
wrapped with asbestos-fiberglas insulation with eyelets. Wire ends ready 
for quick and easy connection to appliance. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - 100 

288 

7 ft. 

100 

28 tbs. 

46.00 

389 

6 ft. 

100 

24 lbs. 

33.00 


(No. 389 set fabricated with 18-gauge, 2-conductor, 3,000 cycle, UL, HPD heater cord) 

HPD Heater Cord Extension Sets 



Complete with UL approved 18-gauge, 3,000 cycle HPD cord or 16-gauge, 
10,000 cycle HPD cord, equipped with heavy duty rubber attachment male 
plug and female connector. 


1. UL 

18-gauge, 

3,000 cycle HPD cord: 








Jobber - Distributor 

Cat. No. 


Length 

Std. Pkg. 

Weight 

Net Price - 100 

361 


9 ft. 

100 

48 lbs. 

56.11 

362 


12 ft. 

100 

51 lbs. 

65.55 

363 

2. UL 

16-gauge, 

15 ft. 

10,000 cycle HPD 

100 

cord: 

54 lbs. 

74.96 

Cat. No. 


Length 

Std. Pkg. 

Weight 

Net Price - 100 

364 


9 ft. 

100 

62 lbs. 

75.45 

365 


12 ft. 

100 

66 lbs. 

91.29 

366 


15 ft. 

100 
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Replacement Cord Sets 


Air Conditioning Units - H. D. Motor Leads 



Complete with heavy duty 12-gauge, 2-conductor .500 OD all rubber 
cord and special cord-grip heavy duty rubber male attachment plug 
and cord connector. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

J obber-Distributor 
Net Price - Each 

221 

6 ft. 

25 

25 lbs. 

1.22 

222 

8 ft. 

25 

32 lbs. 

1.38 

223 

10 ft. 

25 

44 lbs. 

1.55 


Vacuum Cleaner Cord Set 



18-gauge, 2-conductor .300 OD all rubber cord with attachment plug 
only. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

244 20 ft. 50 50 lbs. 59.12 


Refrigerator-Washing Machine Cord Set 

16-gauge, 2-conductor .325 OD all rubber cord with attachment plug 
only. 

Jobber-Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - 100 

245 10 ft. 50 50 lbs. 38.32 


Small Appliance Cord Set - L. D. Motor Leads 



18-gauge, 2-conductor, UL approved, brown parallel cord with attach¬ 
ment plug only. Also available in white and black. 

Jobber-Distributor 

Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - 100 

277 

6 ft. 

100 

20 lbs. 

13.84 

278 

9 ft. 

100 

27 lbs. 

18.64 

279 

12 ft. 

100 

37 lbs. 

23.44 

280 

15 ft. 

100 

45 lbs. 

28.24 


Note: Replacement cord sets can be supplied in any length using any type of portable 
cord or fittings shown in this catalog. Please state specifications when asking for 
quotations. 
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Rubber Handles—Extension Lites 


^TOOL TAP OUTLET! 



Single or Double Tool Tap 

Easy-Grip Rubber Handle—Switch and Side Outlet 

Complete with UL approved 660-watt rated push-thru switch mechanism 
and brass contact blades for the tool tap side outlet. 


Cat. No. 

301 

312 


Single Tool Tap Outlet 
Double Tool Tap Outlet 


Std. Pkg. 

100 

100 


Weight 

60 lbs. 
60 lbs. 


Jobber - Distributor 
Net Price - 100 

29.30 

30.40 


|Mi^ . . 


Easy-Grip Rubber Handle—Switch Only 

Complete with UL approved 660-watt rated push-thru switch mechanism. 

Cat. No. Std. Pkg. Weight Net Price - 100 

302 100 60 lbs. 25.60 



Easy-Grip Rubber Handle—Switchless 

Complete with UL approved 660-watt rated keyless mechanism. 

Cat. No. Std. Pkg. Weight Net Price -100 

303 100 60 lbs. 19.20 


Handle Mechanism—Extension Lites 



Switch Mechanism—With Side Outlet Blades 

Complete with UL approved 660-watt push-thru switch mechanism and 
brass contact blades for tool tap side outlet. 

Cat. No. Std. Pkg. Weight Net Price - 100 

304 100 5 lbs. 12.80 

Switch Mechanism—Without Side Outlet Blades 

Same as above illustration without the brass contact blades. 

Cat. No. Std. Pkg. Weight Net Price - 100 

305 100 4 lbs. 11.20 

Switchless Mechanism 

Same as above illustration without push-thru switch or contact blades. 

Cat. No. Std. Pkg. Weight Net Price - 100 

306 100 3 lbs. 5.60 
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Bulb Protector Guards—Extension Lites 



Swing-open Guard 

New swing-open reflector guard for quick bulb replacement, 
hook. 

Cat. No. Std. Pkg. Weight 

309 100 42 lbs. 


End hanger 

Jobber - Distributor 
Net Price - 100 

27.20 



CONVENIENT 

LOCKING RING 
No Screws or Bolts 


Snap-open Guard 

New type reflector guard with snap-open feature for bulb replacement. End 
hanger hook. 


Cat. No. 

311 


Std. Pkg. 

100 


Weight 

42 lbs. 


Jobber - Distributor 
Net Price - 100 

30.40 



Rocket Guard 


Non-glare full length reflector and solid hook are an integral 
gauge steel wire construction. Takes up to 100-watt bulb. 

Cat. No. Std. Pkg. Weight 

307 100 42 lbs. 


part of heavy 

Jobber - Distributor 
Net Price - 100 

25.60 



Heavy duty wire construction with easy end opening for bulb replacement. 
Side hanger hook, full length reflector takes up to 100-watt bulb. 


Cat. No. 

308 


Jobber - Distributor 
Weight Net Price - 100 

75 lbs. 44.64 


Std. Pkg. 

100 
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Aluminum Reflectors 






Jobber - Distributor 

Cat. No. 


Std. Pkg. 

Weight 

Net Price - 100 

321 

4 y< 2 , inch 

25 

8 lbs. 

36.80 

320 

8*4 inch 

25 

io lbs. 

51.80 

330 

10^4 inch 

25 

12 lbs. 

66.75 


Clamp-on Bracket Cord Set Assembly 


Household Flood-Lite Cord Set 

Complete assembly of UL approved 660-watt rated nickel-plated socket with 
push-thru switch, double ball universal swivel clamp-on bracket, 6 ft. 18- 
gauge, 2-conductor, UL approved rubber parallel lamp cord. 

Jobber - Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - Each 

326 6 ft. (without reflector) 50 40 lbs. .66 

In dustrial Flood-Lite or Handy Lamp Cord Set 

Same as above with 20 ft. all rubber .300 O.D. cord. 

Jobber - Distributor 

Cat. No. Length Std. Pkg. Weight Net Price - Each 

325 20 ft. (without reflector) 25 40 lbs. 1.04 



Clamp-On Bracket—Double Ball and Socket Holder 


Cat. No. 

327 



Weight 

15 lbs. 


Jobber - Distributor 
Net Price - 100 


30.40 


Std. Pkg. 

100 
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Cat. No. Std. Pkg. 

420 100 


Underwriters approved pull- 
grip rubber attachment plug 
with spring-action brass con¬ 
tact blades. 


Weight 

7 lbs. 


Jobber - Distributor 
Net Price - 100 


5.95 



Jumbo rubber female cord connec¬ 
tor. 


Std. Pke. 

100 


Weight 

12 lbs. 


Jobber - Distributor 
Net Price - 100 

18.00 



Cat. No. Std. Pkg. 

423 100 


Underwriters approved in¬ 
dustrial armored grip cable 
clamp-on with heavy duty 
spring-action brass contact 
blades. 

Jobber - Distributor 
Weight Net Price - 100 

12 lbs. 22.50 



Cat. No. Std. Pkg. 

424 100 


Heavy duty female rubber 
connector with armored grip 
cable clamp-on. 

Jobber - Distributor 
Weight Net Price - 100 

16 lbs. 48.00 



3-Way non-breakable rubber outlet. 

Cat. No. 

427 Brown Rubber 

428 Black Rubber 


Std. Pkg. 

100 

100 


Jobber - Distributor 
Weight Net Price - 100 

30 lbs. 25.50 

30 lbs. 25.50 


Rough Service Bulbs 




(FROSTED) 


Cat. No. 


Std. Pkg. 

Weight 

Jobber-Distributor 

Net Price - 100 

375 

50-watt 

120 

15 lbs. 

14.85 plus tax-1.98 

376 

7 5-watt 

120 

15 lbs. 

16.20 plus tax-2.16 

377 

100-watt 

120 

15 lbs. 

16.20 plus tax-2.16 


G-25 Infra-Red Heat Bulb 

Cat. No. Std. Pkg. Weight 

378 250-watt 72 40 lbs. 

No tax 
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Flexible All Rubber Cable 

Portable — Durable — Low-Priced 

250 ft. Spools and Coils “SJ” and “S” Types 


Jobber - Distributor 
Net Price 


Cat. No. 

Type 

O.D. 

Std Pkg. 

Weight 

1000 It. 

408 

18-2 “SJ” 

.300 

1000 ft. 

40 lbs. 

25.50 

410 

16-2 “SJ” 

.325 

1000 ft. 

50 lbs. 

31.50 

411 

16-2 “S” 

.405 

1000 ft. 

78 lbs. 

44.50 

412 

14-2 “S” 

.450 

1000 ft. 

146 lbs. 

63.50 

413 

12-2 “S” 

.500 

1000 ft. 

171 lbs. 

83.50 


Automotive Wire 



(Heavy Lacquered Finish) 


High Tension Ignition Wire 

(100 ft. Steel Spool) 


Cat. No. 

Type 

Std. Pkg. 

Jobber - Distributor 
Net Price 
Weight 100 ft. 

401 

16-gauge 7MM Oak with tracer 

1000 ft. 

44 lbs. 

3.40 

402 

16-gauge 7MM Red with tracer 

1000 ft. 

44 lbs. 

3.40 


Primary Wire 

(100 ft. Steel Spool) 

Jobber - Distributor 
Net Price 

Std. Pkg. Weight 100 ft. 

1000 ft. 19 lbs. 1.25 

1000 ft. 21 lbs. 1.43 

1000 ft. 27 lbs. 1.85 

1000 ft. 32 lbs. 2.40 

1000 ft. 56 lbs. 3.40 


Cat. No. Type 

403 18-gauge 1/32 Oak with tracer 

404 16-gauge 1/32 Oak with tracer 

405 14-gauge 1/32 Oak with tracer 

406 12-gauge 1/32 Oak with tracer 

407 10-gauge 1/32 Oak with tracer 


U. S. Friction and Rubber Tape 



Friction 

Cat. No. 

Size 

Std. Pkg. 

2-case assortment 

Jobber - Distributor 
Net Price 
per Roll or Carton 

451 

No. 8 Roll 

100 Rolls 

.25 Roll 

452 

No. 4 Roll 

200 Rolls 

.1314 Roll 

453 

No. 2 Roll 

(16 rolls 

27 Ctns. 

per carton) 

1.28 Ctn. 

454 

No. 1 Roll 

(32 rolls 

27 Ctns. 

per carton) 

1.64 Ctn. 

Rubber 




455 

No. 8 Roll 

100 Rolls 

.28 Roll 

456 

No. 4 Roll 

200 Rolls 

.15 Roll 

Above prices based on %" width tape wrapped 

in cellophane 


and boxed. 
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1954 Catalog No. 19, quoting confidential Jobber-Distributor 
net prices. Catalog sheets without prices furnished upon request. 


TERNS 


CASH DISCOUNT: A cash discount of two per cent (2%) for pay¬ 
ment within ten (10) days of date of invoice, or due and 
net within thirty (30) days. 

PRICES quoted herein are effective on February 1, 1954 and 
supercede all prior Jobber-Distributor net price lists, and 
are subject to change without notice. 

ACCEPTANCE OF ORDERS: All orders are accepted subject to 
prices and terms prevailing at time of shipment. 

FREIGHT ALLOWANCE: On orders for shipment within United 
States weighing over 100 pounds, an allowance of $1.00 
per CWT. All shipments forwarded freight collect with al¬ 
lowance deducted from invoice. No freight allowance on 
shipments of less than 100 pounds. 

CLAIMS: Woods Wire Products are manufactured of high grade 
materials and workmanship and each item is guaranteed 
against defects. Claims for shortages must be made within 
five (5) days after receipt of shipment. Claims for pilferage 
or damage in transit must be filed with the Carrier deliver¬ 
ing the shipment. Our responsibility ceases upon delivery 
of goods to Carrier. 

RETURNS: Please do not return any merchandise without first 
writing us for authority and shipping instructions. All re¬ 
turn shipments must be prepaid. 
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Switch Mechanisms . 20 
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Clamp-on Bracket.22 
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All rights reserved, no part of the material covered by this copyright may 
be reproduced in any form without written permission of the publisher. 














































































Ip® ® ©©(§!“ 






m 



t Fast Selling 

t Complete Satisfaction 
t Profitable Items 

| Competitive Prices 

| Tagged for Easy Handling 
t Special Sale Items 
} Prompt Shipment 

^ Satisfaction Guaranteed 
















ELECTRICAL EXTENSION LIGHTS -AMD CORO SETS 


IA/ M/ 1/ 

1057 EAST 54TH STREET • INDIANAPOLIS 20, INDIANA 

BROADWAY 5448 


Competitor Cxteniion Cord Set£ 



J4ome Llje and Jtyg,ht J4and ZJooU 


Complete with all rubber “SJ” type, .300 OD cord with new type molded rubber 
male attachment plug and female cord connector. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

239 

8 ft. 

100 

35 tbs. 

.33 

240 

15 ft. 

100 

68 lbs. 

.51 

241 

25 ft. 

25 

28 tbs. 

.79 

242 

50 ft. 

25 

54 tbs. 

1.46 

243 

100 ft. 

15 

56 tbs. 

2.83 



Complete with all rubber “SJ” type, 16-2 .325 OD cord with new type molded 
rubber male attachment plug and female cord connector. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

541 

25 ft. 

25 

36 tbs. 

1.05 

542 

50 ft. 

25 

76 tbs. 

2.00 

543 

100 ft. 

15 

86 tbs. 

3.90 
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ELECTRICAL EXTENSION LIGHTS AND CORO SETS 


IA/ tO/ 1/ 

1057 EAST 54TH STREET • INDIANAPOLIS 20, INDIANA 

BROADWAY 5448 



Po-we/i Gable {hUeHAvott Setk 

Trailers — Shop Equipment — Farm — Garages 


Complete with 15-gauge, 2-conductor .405 OD (approximate 14-2) all rubber cord 
with extra heavy duty armored grip rubber female cord connector and armored 
grip rubber attachment plug. 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Jobber - Distributor 
Net Price - Each 

216 

50 ft. 

10 

45 lbs. 

3.08 

217 

100 ft. 

10 

90 lbs. 

5.72 



Construction and Heavy Duty Power Extension Set 

Contractors' Equipment — Heavy Motors — Grinders — Drills 
Saws — Sanders — Polishing Machines 

Complete with extra heavy duty 12-gauge, 2-conductor “S” type .500 OD flexible 
all rubber cable equipped with special heavy duty rubber female cable clamp 
connector and male attachment plug. 


Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

219 

50 ft. 

10 

80 lbs. 

5.24 

220 

100 ft. 

10 

150 lbs. 

9.77 
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1 Gl)nrrr/A.Ql)/AF, /pAoductS' 


MANUFACTURERS OF ELECTRICAL EXTENSION LIGHTS AND CORD SETS 


DIVISION OF HOMER A. WOODS, JR. AND ASSOCIATES 

1057 East 54th St. • INDIANAPOLIS 20, INDIANA • BRoadway 5448 


3-conductor Grounding Type Heavy Duty Extension Sets 






Has heavy duty, 3-wire male attachment plug with metal cord 
clamp, and 3-wire armored bakelite female cord connector, both 
UL approved and rated 15 amp — 125 volt. 


14-3 

"S" 

TYPE 

.500 

O.D. ALL 

RUBBER POWER 

CABLE 







Jobber - Distributor 

Cat. No. 


Length 


Std. Pkg. 

Weight 

Net Price - Each 

625 


25 ft. 


15 

60 lbs. 

4.35 

626 


50 ft. 


10 

70 lbs. 

7.10 

627 


100 ft. 


10 

145 lbs. 

12.55 

12-3 

"S" 

Type 

.550 

O.D. ALL 

RUBBER POWER 

CABLE 






Jobber - Distributor 

Cat. No. 


Length 


Std. Pkg. 

Weight 

Net Price - Each 

628 


25 ft. 


15 

75 lbs. 

5.05 

629 


50 ft. 


10 

100 lbs. 

8.40 

630 


100 ft. 


10 

200 lbs. 

15.15 


3-conductor Twist-Lock Extra Heavy Duty Extension Set 



Has extra-heavy duty 3-wire twist-lock rubber male attachment 
plug with metal cord clamp, and 3-wire twist-lock armored bake¬ 
lite female cord connector, both UL approved and rated 20 amp — 

250 volt. 

10-3 "S" TYPE .600 O.D. ALL RUBBER 



POWER CABLE 


Jobber - Distributor 


Cat. No. 

Length 

Std. Pkg. 

Weight 

Net Price - Each 

631 

25 ft. 

10 

70 lbs. 

8.10 

632 

50 ft. 

5 

65 lbs. 

13.25 

633 

100 ft. 

5 

130 lbs. 

23.60 


July 1, 1955 


Terms: 2% 10 days, 30 days net to rated accounts. $1 cwt. freight allowance on shipments of 100 lbs. or more. 












